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Majestically  standing  300  feet  above  the  Hudson  River 
the  Cadet  Chapel  dominates  the  entire  Academy  scene. 
Gothic  in  design  it  was  completed  in  1910  and  will  seat 
1500.  The  Chapel  has  the  largest  church  organ  in  the 
western  hemisphere  with  over  14,000  pipes.  It  is  the 
center  of  Protestant  activity  at  the  Academy. 
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